rs 









ali 














Ne be 
ey Phe eee 
rs 
Sd 
tally “yes , 






turers hook and adopt standardized designs; and the 


at suitable intervals, develop improved designs...” 
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“, +. We Should take a page from the automobile manufa 


EPETITIVE manufacture and constant 

design progress can go hand in hand. 

The automobile industry is only one of the 
many examples. 


A full realization of this by utility men 
is basic to General Electric's proposal for 
repetitive manufacture of heavy power 
apparatus. When this utility executive 
goes on to say that he “will be pleased to 
purchase major electric equipment ‘off the 
shelf”, he naturally expects that this 
equipment will be improved from model 
to model, as well as lowered in cost, as a 
result of repetitive manufacture. 


All of General Electric’s research and 
engineering facilities stand back of this 
expectation. The history of those G-E prod- 
ucts which have advanced from “tailor- 


The best investment in the world is in this country’s future—BUY WAR BONDS 











made” to “ready-made” production shows 
continual improvement. Examples are G-E 
MAZDA lamps, G-E refrigerators, distribution 
transformers, switchgear. All have shown 
steady advancement in design. 


Thus, it is our conviction that repetitive 
manufacture will bring you better power 
apparatus, as well as lowering its price 
level. How soon we can achieve the 
desired results will depend in large measure 
upon the extent to which you are able to 
co-operate in accepting minor limitations 
on individual preferences for the sake of 
major gains over all. General Electric Co., 
Schenectady, N. Y. 
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{ system of priorities for the pur- 
ase of bituminous coal by large indus- 
al users and retail suppliers will 
finitely be invoked by the Solid 
els Administration for war, an SFA 
ikesman told Evectricat Worwp 
s week. How and when the plan 
uld be invoked depended, up to 
ursday of this week, on the duration 
the coal strike, the spokesman said. 
bce announcement of the agreement 
ween Ickes and John L. Lewis. no 
ther word has been forthcoming on 
priority system. 

















December 1 Date Set 








ntil large-scale walkouts compli- 
ed the picture. the spokesman as- 
ed. it had been planned to invoke 
priority system early in November 
become effective December 1. The 
n would have to be announced about 
ee weeks before.it took effect. 

leanwhile. the Office of War Utili- 
reported early this week that it had 
eived no request from Solid Fuels 
a mandatory curtailment program 
ter Order L-94. OWU was ready to 
ke such a program on short notice. 
ough such a program would not 
e effect for at least five days after 
as ordered. Such a program was 
he point of being invoked last spring 
n the -coal strike subsided and 
ers went slowly back to the pits. 
Inder L-94, use of electric power 






rojected Coal Priority 
System Delayed by Strike 


cember 1 had been set as deadline by Solid Fuels Administration for 
allocating bituminous coal to industrial users — Walkout 
complicated picture — Present utility supply critical 


may be proscribed for air conditioning, 
except in necessary industrial proc- 
esses; railroad or trolley car heating; 
interior or exterior sign. show window 
or show case, outline or ornamental, 
decorative and advertising lighting. as 
well as outdoor floodlighting for sports 
and white-way lighting above minimum 
safety levels. 

It was not expected that any man- 
datory L-94 curtailment program which 
may become necessary would be or- 
dered before the end of this week, for 
OWU would await a request for such 
a program from SFA, and SFA was 
awaiting action by the United Mine 
Workers’ policy committee and any 
subsequent action by the President. 


Utilities Rank Second 


The priorities program will be that 
outlined in ExvectricaL Wortp for 
October 30. 1943, page 61, but priori- 
ties will not be considered strict de- 
terminations of essentiality. but rather 
methods of getting the best distribution 
of the existing supply. Electric utilities 
will still rank second. with railroads. 
under the title “other industrial users,” 
rating fourth. but the SFA spokesman 
pointed out that priorities for utilities 
would be worthless if lower-rated rail- 
roads had insufficient coal to make de- 
liveries. Thus. he explained, the pro- 
gram will be set up on a “size-use” 
hasis. 


‘lectrical World 


Under the program, the SFA spokes- 
man explained, sized coals would go to 
retail suppliers first because of the 
strict size requirements for domestic 
heating. By-product coal users would 
get first call on the special ceals thes 
need. High-grade coal would go first to 
electric utilities over railroads. for 
instance. because of the greater eff- 
ciency of steam-generating plants than 
of steam locomotives. Utilities will not 
present much of a problem, the spokes- 
man predicted, because their needs are 
known so accurately and because their 
sources of supply are lined up and 
under contract to carry on a function 
they have been performing for years. 
Greatest difficulty is expected from the 
purchasers classified as “other indus- 
trial users.” In this category care will 
have to be taken to prevent one user 
from stockpiling while another shuts 
down for want of fuel. 

The 60-day supply operating base for 
electric utilities will be made part of 
the forthcoming order unless the strike 
costs so much coal that the only pos- 
sible operation will be on a strict hand- 
to-mouth basis. As long as there is coal 
to be allocated as between industries, 
SFA will attempt to keep utilities from 
getting below the 60-day supply and to 
rebuild the piles of those which fall 
below this minimum. It was empha- 
sized that 60 days’ supply is considered 
a minimum, and that in areas where 
coal cannot be delivered for extensive 
periods during the winter. the minimum 
would be considered a winter’s supply 
plus 60 days. 

The spokesman said that he knew of 
no move in SFA to give electric utilities 
an established quota of coal for an 
established period with the warning 
that the utility would have to determine 
its own curtailment program to make 
that amount cover the designated time. 

Likewise. he predicted that there 
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would be no commandeering of utility 
stockpiles unless it became absolutely 
necessary to avert epidemics or similar 
widespread public disasters locally. He 
emphasized that if utilities which are 
part of an interconnected system were 
to run short, there might be arrange- 
ments whereby those system companies 
which have the larger supplies would 
carry the load while those with short 
stocks served as standby or peaking 
plants. 


Critical Utility Supply 


OWU officials, meanwhile, showed 
increasing concern over the prospects 
of utility coal supply. They pointed out 
that more than a few companies have 
less than one month’s supply, and that 
while these companies are being given 
special aid, directives and priorities 
will be worthless in the face of a strike 
of any consequence. One OWU official 
compared the existing coal situation 
with that which existed in metals dur- 
mg most of 1942, when priorities lower 
than the very top rank were almost 
worthless and when directives and over- 
riding directives entered the picture to 
complicate further an already scram- 
bled situation with respect to metals 
and component parts. He pointed out 
that all deviations from the normal. 
established avenues of coal supply 
complicate a transportation problem 
which is already acute. As SFA applies 
its directives to get coal to those users 
who just must have it. he explained the 
normal distribution channels are still 
further disrupted. and the period of 
time it takes a user needing special 
relief to get that relief lengthens. 
Under these circumstances, he pointed 
out, such forseeable contingencies as 
frozen cars or flood sidings or railroad 
-purs assume dangerous proportions, 
particularly when they affect users who 
ire already short. 

The relaxation of restrictions on the 
ise of oil for power generation, he said. 
will prove of considerable help this 
month, when as many as 1.000.000 kw. 
of capacity which were coal-fired in 
October will be oil-fired. The catch to 
this, he added. is that the oil supply is 
highly uncertain. and the relaxations 
may have to be revoked before the end 
of this winter. 


Utility Coal Consumption 


Electric utility power plants con- 
sumed 7,242,775 tons of coal in August, 
the Federal Power Commission has re- 
ported. Of the total consumed 6,923,832 
tons were bituminous coal. an increase 
of 6.8 percent over July consumption, 
and 318,943 tons were anthracite. an in- 
crease of 6.7 percent over July. 
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Mr. ann Mrs. Rate CHiLps, who 
live on a 312-acre farm near Manches- 
ter, Iowa, have been chosen by the 
Rural Electrification Administration as 
the first recipients of an award of merit 
“for distinguished war service” in the 
use of electric power to increase food 
production. The family was nominated 
for the honor by the Maquoketa Valley 
Rural Electric Co-operative of Ana- 
mosa, Iowa. The Childs family farm 
produced twice as much pork this year 
as it did last year; the size of the lay- 
ing flock has been doubled; 1,500 
chickens were raised in electric brood- 
ers this year compared to 1,000 last 
year, and an electric milking machine 
enables the family to milk a herd of 
29 cows, as against 18 before the farm 
was electrified. Mr. Childs said it 
would take two extra men to do the 
work now done by electrical equipment. 


BEING TOO BUSY in a war job to find 
time to pay his light bill was not suff- 
cient excuse for wiring around a City 
Light (Seattle) meter, a local judge 
told Carl Finch, a welder. recently. 
Finch reconnected the power leading 
into his home, after it was shut off for 
non-payment of a bill, and then wired 
around his light meter so it would not 
register. He was fined $50. 


Lake Superior District Power Co. 
is making a survey of all customer’s 
appliances and making minor repairs 
to prevent more serious breakdowns. 
All customers will be called on by sur- 
vey men to gauge the extent of repair 
work to be done. 


Massacuusetts Instirete oF Tecu- 
NoLocy carried on 162 war research 


A. 


Pam: Fa 


CLEANING UP ITALY—Maybe it was just 


Thor washers in Italy appeared in newspapers recently on the eve of the new Tha 
national newspaper advertising campaign which features the Hurley Machine Co. unit 
in active service abroad 
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| 
and development contracts in | ie | 
twelve months, requiring the  dditigl | 
of 710,000 sq. ft. of floor space 1, 
staff and employees now on the paynj 
is about 4,300 compared wit! aboy 
1,100 pre-war. There are some 45y 
students enrolled, as against 3.)00 pre 
war. Civilian students now total 1,4) 
Institute operations cost $4.000,0% 
annually before the war and now reg 
about $23,000,000. Sixty industri 
concerns have contracted for resear 
work in the past year. 


BECAUSE NO ONE CAN FORESEE why 
a squirrel will do as it skips from wi: 
to wire, squirrel hunters should jy 
climb utility poles to capture squire 
and a utility company cannot be hej 
liable for damages for injuries frop 
electrical shock suffered while pura 
ing a squirrel up the pole, accordin 
to an Appellate Court decision in 1) 
ledo (10-18) upholding the Erie Couny 
Common Pleas Court. One Clareny 
Keller had sued the Ohio Public Sen 
ice Co. for damages. The court « 
it did not think the company should }» 
considered negligent “for failing | 
foresee that an adult person would , 
squirrel hunting upon its pole. as 
that the squirrel, alarmed by pursui 
would short circuit its wires, lawful) 
installed thereon, nor reasonably a 
ticipate such a result. The pursued an 
mal got tangled up in the wires, whik 
Keller was trying to recapture it fx 
a youthful owner, and caused a shor 
circuit which sent a charge of electri 
ity into Keller’s body. “The petitin 
was silent as to the fate of the squi 
rel,” the court pointed out. 





coincidence, but this picture of Yanks usit 







WORLD © November 6&6. 194! 








194! 











photo. 


NEMA OFFICERS—The new officers committee of the National Electrical Manufacturers Association pose for their first official 
Left to right: E. O. Shreve, General Electric: W. E. Sprackling, Anaconda Wire & Cable: V. R. Despard, Pass & Seymour: 
F..T. Wheeler, Trumbull Electric; Miss Henpinstall, secretary to W. J. Donald: W. J. Donald, managing director, N.E.M.A.; Leonard 
Kebler, Ward Leonard, new president of N.E.M.A.; C. W. Higbee, U. S. Rubber: A. C. Streamer, Westinghouse; G. C. Thomas, Jr., 
Thomas & Betts: Max McGraw, McGraw Electric: C. R. D’Olive, Stewart-Warner; (D. C. Phelps, Colts Patent Firearms, was absent) 


OWU Raises Upper Limit 
on Unauthorized Extensions 


New order U-1-h raises to $5,000 the upper limit on consumer extensions 


without 


specific authorization — Preference 


rating of AA-3 


assigned — Changes necessitated in utility-builder relations 


The Office of War Utilities has 
raised to $5,000 the upper limit on ex- 
tensions to consumer premises which 
may be constructed without specific 
authorization. Under a new order, 
U-l-h, of the series supplementary to 
U-1, extensions whose material does 
not cost more than $5,000 may be con- 
structed automatically if they meet 
other qualifications. 


U-l-h Extensions 


Extensions under U-l-h may be made 
to premises being built or remodeled 
under an L-41 authorization; premises 
to be occupied exclusively by the 
Army, Navy, Maritime Commission. 
War Shipping Administration or Civil 
Aeronautics, Authority, and premises 
of an industrial or commercial con- 
sumer where it is necessary to produc- 
tion or service listed in Schedules I 
and II of CMP Reg. 5, or where such 
consumer is specifically authorized for 
this extension in paragraph (A) (3) 
(II) of U-1-h. 

U-1-h extensions must cost more than 
$500 above ground or $1.500 under- 
ground, but may not .cost more than 
$5.000; they may not duplicate or 
serve as standby for existing facilities: 
they must entail the least possible use 
of critical materials; they must comply 
with WPB’s housing utility standards 
where they run to dwellings. and. when 
extending to premises covered by an 
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L-41 authorization, the utility must 
have filed form WPB-3348 with the 
builder. 


A preference rating of AA-3 is as- 
signed to material for U-l-h extensions 
and an allotment number of U-9 to 
orders for controlled materials for 
U-l-h extensions. Material for such 
extensions may be ordered only to the 
extent that it is not available in excess 
inventory. It is not replaceable if taken 
from inventory. and if taken 
from practical working minimum in- 
ventory, may be replaced only with the 
AA-3 or U-9 ratings assigned in the 
order. No material may be purchased 
until an L-41 authorization has been 
granted or the builder notified that none 
is required. 


Decide On New Order 


U-l-h was issued in preference to 
amendments to U-l-a, covering exten- 
sions to federal property, U-1-d cover- 
ing extensions to properties with an 
L-41 authorization, and U-1-f, covering 
properties without an L-41 authoriza- 
tion, all of which impose the $500 and 
$1,500 limitations. A new order was 
decided upon to emphasize the other 
provisions governing U-I-h extensions. 
to avoid complications in U-1l which 
would have been necessitated if U-1-h 
had been made part of U-1. and to em- 
phasize that restrictions of paragraph 
(f) of U-1 are not affected by construc- 


excess 


1943 


tion done under U-l-h. U-l-h mate- 
rials are not deductible from quotas 
established under paragraph (f) of 
U-1 and should not be included in 
records of deliveries and withdrawals 
under U-1. 


Utility-Builder Relation 


The new order has necessitated sev- 
eral changes in the relationship be- 
tween a utility and the builder of new 
construction. Where an extension to 
housing other than farm dwellings con- 
forms to the utility housing standards, 
irrespective of materials cost, the utility 
must file three copies of form WPB- 
3348 with the builder when asked to do 
so by a constituent agency of the na- 
tional housing agency or the WPB. 
When notice is received that L-41 ap- 
proval has been granted the project, 
utility construction may begin unless 
the materials cost is in excess of $5,000, 
in which case specific application must 
be made on WPB-2774. Where such an 
extension does not conform to the hous- 
ing utility standards and the utility is 
asked to appeal by NHA or a WPB 
field office, such appeal must be made 
on WPB-2774. 

Where an extension to projects other 
than urban housing can be built under 
U-1-d or U-1-h, utilities file three copies 
of WPB-3348 on request with the 
builder. Where extensions cannot be 
erected under either of these orders, 
and the utility is asked to do so, it files 
on WPB-2774. 


AA-3 Ratings on Generators 


Ratings of AA-3 have been assigned 
steam generators for the Tidd plant of 
the Ohio Power Co. and the Dresser 
plant of the Public Service Co. of 


(1589) § 
















Indiana by the Office of War Utilities. 
Both units are part of the 1945 power 
program, and will be in operat.on carly 
in that year. Both are m_ne-mouth 
plants, the former unit rated at 100,000 
kw.. the latter at 50.000 kw... OWU 
officials said. 


Federal Agencies 
Hit D.C. Rate Order 


A new episode in the federal govern- 
ment’s “proving ground” campaign 
against District of Columbia utilities 
with reference to the national stabiliza- 
tion program was before the District 
Court for decision this week after the 
Treasury Department’s Procurement 
Division. representing itself and two 
other federal agencies. attacked last 
spring’s order by the District Public 
Utilities Commission reducing revenues 
of the Potomac Electric Power Co. by 
somewhat more than $300,000 yearly. 

While Treasury. representing also 
the Office of Price Administration and 
the Federal Works Agency. insisted 
that it had had an unfair hearing by 
the PUC. that Pepco was “enriching” 
itself with 8 percent annual earnings 
and passing its war taxes on to con- 
sumers. Pepco attorneys argued that 
the rate cut should be set aside as un- 
reasonable on the grounds that the 
PUC had erroneously excluded allow- 
able taxes and operating expenses from 
its rate base. 

Counsel for the PUC, meanwhile. 
argued that the sliding scale method 
of establishing District utility rates was 
proper and should not he set aside 
merely because several government 
agencies stood to profit if it were. PUC 
hearings. he contended. were fair to 
both sides. 


Threatens Further 
Canadian Seizures 


Warning electric power companies 
that they would be expropriated also 
if they followed the policies of Mon- 
treal Light. Heat & Power Consoli- 
dated. Premier Adelard Godbout of 
Quebec. speaking at Rimouski. launched 
another attack on the Montreal com- 
pany. 

“Mr. Duplessis (former premier and 
leader of the Opposition in the Legis- 
lature) promised to curb the trusts. 
but has done nothing. so. as usual. the 
task of doing so is undertaken by a 
Liberal government.” the Premier said. 
“We will do it without undue delay.” 
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TRANSFORMERS FOR OVER-SEAS—One 
of twelve units recently built by Westing- 
house for foreign service, complete with 
air-blast coolers. The units are shipped 
lying on their side, but no special bracing 
of the core and coil assembly is required 
when the form-fit tank construction is used. 
according to the company 





he promised. “The Montreal Light. Heat 
& Power Consolidated obliged the peo- 
ple to pay interest on a capital of 
$114.000.000. while its shareholders in- 
vested only a capital of $70,000,000. 
This company’s domination in Montreal 
is finished and we will expropriate it 
at the next session of the Legislature 
and will force it to remit to the 
people what has been taken unjustly. 
\s svon as the law is adopted. the 
electric rates in Montreal will be re- 
duced by at least $5,000,000 per year. 
This ‘s our way of remitting to the 
people their natural resources. And 
this is only the beginning. 

“I want it to be understood that 
the government has no intention to 
rob the shareholders or the company. 
Companies who collaborate with the 
people and the government in the 
exploitation of the natural resources 
of the province have nothing to fear 
from the government, but those who 
imitate the Montreal company will be 
expropriated gradually.” 

Valmore Bienvenue, Minister of 
Game and Fisheries. said if the gov- 
ernment had heen obliged to decide 
on the expropriation of Montreal Power 
it was hecause of its watered stock 
which allowed the shareholders to reap 
dividend on a fictitious investment. 
Companies which have a sane capital 
and which did not exploit their cus- 
tomers had nothing to fear, he said. 


Rochester Gas 
Write-Down Ordered 


New York Public Service C: mj. 
sion last week ordered the Ro: iieste, 
Gas & Electric Corp. to eliminat. fro), 
its capital accounts $5,282,543 repr. 
senting the excess over the origin (| co, 
of water rights owned by the co apap, 
on the Genesee River and “cert. in jp, 
tangibles not represented by utili, 
property.” The actual original «ost ,; 
the corporation’s water rights were ¢). 
termined by the commission at $7()7,829 
the excess under the company’s elaiy 
being described as clearly a “write-up” 

Rochester Gas & Electric was forme; 
in 1904 through the consolidation ,; 
two other companies which owned the 
water rights acquired by the Rochest, 
corporation at the time of the coy 
solidation. It was shown by testimony 
presented by experts for the commis. 
sion that the actual cost of these water 
rights to the predecessor companies 
was $632,132, and that additional wate; 
rights acquired after the 1904 consi. 
dation up to December 31. 1918, broughy 
the original cost of these water right 
to $767.828. 

Much of the dispute as to the validity 
of the company’s claims centered upo: 
the extent to which these water right: 
had been made use of by the present 
company's predecessors. The commis 
sion defines original cost as the cos 
to the person (in this instance a cor 
poration) which first devotes the prop. 
erty to public use. The company in the 
present proceeding asserted that 
predecessor companies, had made itt 
use of the Genesee River power loca 
tions and the greatest development 
occurred after the consolidation, whi 
would make it appear that it was th 
present corporation that had first put 
the power sites to public use. On the 
other hand, George E. Goldthwait 
commission consulting engineer, tes 
fied that practically all the power site 
had been put to use by the predecessor 
companies, 


Ask REA Probe Fund 


The Senate agriculture committee 
has introduced a_ resolution asking 
$15,000 with which to conduct its @ 
vestigation of the organization of polit 
cal groups to influence the Rural Elec- 
trification Administration. The re 
lution does not otherwise broaden the 
jurisdiction of the subcommittee which 
will investigate relations between REA‘ 
and the National Rural Electrie 
operative Association ( ELECTRICAL 
Wortp, October 23, 1943. page 3). 
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Southeastern Meeting Sees 


lester 
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Iron 
bi Post-War Opportunities 
l cost 
pany EPresent conditions requiring conservation of electricity allow power 
in ir companies to build good will which will stand them in 
good stead when pent-up buying power is released 
re de 
7.899 Courage to fight for its rights, and the national picture of conformance to 
lain not iust defensively either, as the prin- the program is pretty spotty. There is. 
e-un’ cipal need of the electric utility industry he said, no disposition in Washington 
te if jt is to maintain and to improve its to make conservation mandatory; it is 
on position in the post-war years, was the desired to keep the program on an en- 
dj central theme stated by Rex I. Brown, _ tirely voluntary basis. 
neat president of the Southeastern Electric Six of the nine addresses and papers 
si Exchange, at the Sales Section meeting on the first-day general session of the 
mo in Atlanta, October 28-29. And for the conference were concerned with post- 
nmi intelligence which is an essential accom- war planning. The utilities can look for 
wat paniment to that courage, management an increase of 200 to 250 percent in the ©, A. Mees, consulting engineer. Atlanta: 
ni must depend in large measure on ideas _ use of electricity in American homes in Philip Peebles, Georgia Power 
a and suggestions from the sales and five or ten years after the war and an 





other operating departments of the in- 
dustrv. 


War Offers Opportunity 


In the same tenor, R. B. Roberts, 
Florida Power & Light. exhorted his 
hearers not to let the great accomplish- 
ments of the power companies be writ- 
ten on their tombstones. This time of 
war, said Mr. Roberts, offers the utili- 
ties their greatest opportunity to build 
good will by making personal service to 
customers equal in quality to the elec- 
trie service they supply. 

More than the other six industries 
pledged to conservation of fuel, man- 
power and other resources needed for 
successful prosecution of the war, the 
electric utilities are in the public eye, 
said William A. Lyons, Office of War 
Utilities. Therefore, the utilities should 
lead in the conservation program. Ac- 
cording to Mr. Lyons, some utilities are 
doing a good job of persuading their 
customers to use less electricity. but still 





W. H. Barnwell, Georgia Power: Rex I. Brown. president Southeastern 


annual requirement for a million new 
housing units is foreseen, stated Irving 
W. Clark, Westinghouse, and the stake 
of the electrical industry in the provid- 
ing these million homes will be 12 
to 15 percent of their total cost. 


Plan for Post-War 


S. P. Vecker, Carolina Power & Light. 
urged power companies to develop a 
basic plan for post-war action, a plan 
which would become operative imme- 
diately and be flexible to conform to 
changing conditions. And he presented 
twenty specific points that should be in- 
corporated in such a plan. Stating that 
he had not yet seen any definite plan 
for electric utility participation in post- 
war business, Charles A. Collier, 
Georgia Power, said he must assume 
that most utilities are just taking it for 
granted that they will get their share. 
But Georgia Power is not taking it for 
granted. Investigation and study have 
shown that among the some 250,000 do- 


S. Paul Vecker, Carolina Power & Light Co.: Hugh G. 


mestic customers of the company there 
will be a market for electric appliances 
amounting to $75.000,000 and plans are 
now being made for development of that 





Lawrence T. Jennings. General Electric; 
Clark Spellman, Virginia Electric & Power 





Electric Exchange; L. M. Taylor, Mississippi Power & Light; William A. Isley, chairman of the Sales Section, Southeastern 
Lyons, O.W.U.; Henry RH. Setze, Georgia Power 
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market. C, E. Greenwood, Edison Elec- 
tric Institute, in a paper read in his 
absence by Paul J. Avery, presented 
a detailed summing up of the post-war 
opportunities and obligations of the 
utilities in regard to domestic, commer- 
cial and industrial load development 
and to relations with other branches of 
the electrical industry. 

The second day of the conference was 
taken by parallel sessions of the resi- 
dential and commefcial, industrial 
power, farm service and advertising 
committees, at which the subjects cov- 
ered in the general sessions were ex- 
plored in detail. 


FPC Announces 
Four New Orders 


The Federal Power Commission. in a 
series of orders issued last week: 


1. Authorized the Eastern Shore Pub- 
lic Service Co. of Maryland to acquire 
by merger all the facilities of the Mary- 
land Power & Light Co.. subject to the 
commission’s jurisdiction. Applicant 
further proposés to issue 9 800 shares of 
common stock. $100 par value. to be 
delivered to Eastern Shore Public 
Service Co. of Delaygrt in exchange 
for all Maryland’s outstanding capital 
stock. which consist- of 3.000 shares 
of no-par preferred stock and 7.300 
shares of no-par common, all ofswhich 
will be canceled. The oégdets‘directs 
Eastern Shore to complete original cost 
studies with “diligence and expedi- 
tion.” ; 

2..Authorized California Electric 


P. “49 issue $16,000.000 of first 
™ pds, 40.000 shares of $100 


> 
prior preferred stock 






ar® convértil 

and other securities. and to reduce the 
par value of its outstanding common 
stock from $10 to $1. Proposed re- 
financing, the order said. will enable 
the company. to refund its. outstanding 
debt at a substantia¥ saving ‘in interest 
and improve its capital structure and 
financial condition. 
! 3. Received an application by the 
uke Power Co. for authorization to 
dequire by purchase and operate elec- 
tric facilities of the Durham Public 
Service Co. 

4. Received an amended application 
filed by Wisconsin Michigan Power Co. 
for a federal license to cover the 
company’s constructed hydro#lectric 


project (No. 1759). which includg* the. 


Way Dam and storage reservoir” and 
the Peavy Falls power development, 
both on the Michigamme River, and 
the Twin Falls power development on 
the Menominee River. about 10 miles 
downstream from Peavy Falls. 
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See Little Support For 
Connecticut Dam Proposal 


Third set of hearings on project completed on proposed “yardstick” 
on Connecticut Valley power costs — Private utilities assert a 
surplus of hydro peaking capacity of 100,000 kw. exists 


Aides to the House Rivers and Har- 
bors Committee predicted this week 
that considerable support would have 
to be drummed up if the proposal to 
erect a dam and power house at Enfield, 
Conn., 13 miles above Hartford on the 
Connecticut River, is to obtain commit- 
tee approval in the forth-coming Rivers 
and Harbors Omnibus Bill. 


Hearings Completed 


Hearings on the project were com- 
pleted recently for the third time in less 
than four and one-half years. and. just 
as if there were no paper shortage. a 
third transcript of the testimony is being 
printed. The 1939 hearings required 196 
printed pages, those in 1941. 132 pages. 
Some 200 pages of typewritten testi- 
mony and exhibits were compiled at the 
most recent hearings. All are essentially 
similar. 

Contradictory testimony was offered, 
with the main battle arising between 
Rep. John Rankin. Mississippi Demo- 
crat. who is avowedly attempting to 
install a yardstick by which Connecticut 
Valley power consumers can determine 
what he thinks electric power should 
cost. and Rep. William J. Miller. Conn- 
ecticut Republican. who insisted that 
nothing new had been added for the 
current performance to make the pro- 
ject any more acceptable than it has 
been on its two previous trips to Con- 
gress, in one of which it was rejected by 
the House. in the other of which it was 
pigeonholed in committee without a 
vote. ; ; 
Brig. Gen. J. J. Kingman. of the 
Corps of Engineers. told the committee 
that the project had been modified 
somewhat to reduce the cost of changes 
which would be required in railroad 
and highway bridges between Enfield 
and Holyoke, Magg., and to provide that 
power be sold@t the .Enfield byg.bar 
by thé Secretary of "War under *epn- 
tracts and rate schedules’approved by 
the Federal Power Commission. 

Kingman ‘assefted that the project. 
which would entail a 12 ft. navigation 
channel from Hartford to Holyoke. 
would not be economically feasible if it 
had no power to amortize the dam and 
lock cost. He complained against a rate 
of 1.75 cents per kilowatt-hour charged 
the government by the Connecticut 
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Light & Power Co. for service at Brad. 
ley Field, an air base three miles frop 
the dam site, when power could be de. 
veloped at the dam for 34 mills. }, 
asserted that if the company’s charg 
were limited to three times the cost 
the dam, the situation would be bear. 
able. Five times the cost at the dam, he 
said, is irksome. The point of this testi. 
mony became obscure when it developed 
that Bradley Field probably will |» 
turned back to the state of Connecticy; 
at the war’s end. which would be th 
earliest possible date for construction 
of the Enfield project to begin. 


Knowlton Attacks Testimony 


Gen. Kingman’s testimony was - 
tacked by Robert H. Knowlton, vice. 
president of the Connecticut company, 
who declared that the government a. 
tually paid 1.37 cents per kiloweatt-hour 
for power at Bradley Field and that. 
contrary to the General's assertion, the 
company, not the Army. owned the field 
substation. 

Knowlton asserted further that dan 
construction costs on which the Enfield 
rates were based were compiled in 193° 
that they would be 10 percent higher 
today, and on that basis, Enfield powe: 
at Bradley Field would have cost on): 
$39,000 less than C. L. & P. power. A) 
but $7,400 of this “overcharge,” Know 
ton concluded, would have been : 
covered under existing federal tax law- 

Pres. Samuel Ferguson of the Har 
ford Electric Light Co. attacked Gen 
Kingman’s assertion-that there would i« 
plenty of customers’ fé6r all the Enfield 
power, which would be peaking power 
alfttoet exclusively,’ at 3.5 mills per 
kw-hr. He cited cost figures to show tha! 
he could not afford to pay more than 24 
mills for Enfield power, and that be 
could use it only to save fuel, of which 
there pgesumably will be no shortag 
after the war when Egfield could beg 
to operate. He asserted that there 2! 
ready exists a surplus of hydro peakin: 
capacity of 100,000 kw. in New Englané 
and that to spend more than $13,000. 
000, the cost of the project, to sav 
$4108.000 annually in fuel charges 4p 
pears not to be economically justifiable 

Otherwise. the old arguments wer 
discussed again by the same witness 
who attacked or supported the propo 
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‘the had in previous years. The Army 
timed that the dam would pay $593,- 
)) annually in power sales and $382.- 
)) in transportation savings to Conn- 
Valley shippers. Adding these 
ms. | came up with annual benefits 
app: ximately $975,000, which would 
ncel carrying and operating charges 
396.900 annually and leave enough 
ft over to pay for the project in fifty 
pars. [t was not explained how trans- 
ortation savings of $382,000 yearly, 
alized by shippers. would turn into 
sh in the treasury to pay back the 
»st in 50 years. It is proposed to install 
D500 kw. of capacity, with the value 
the energy based on this formula, de- 
sed. the witness said, by FPC: 

97.000 kw. of peaking capacity avail- 
ble 95 percent of the time at a mini- 
um load factor of 20 percent; $12.50 
r kilowatt per year, or $337,500, plus 
(0.927.000 kw.-hr. of energy at 1.5 
ills per kw.-hr., or $256,400, for a 
and total of $593,000. FPC set the 
pwer benefits annually at $882,000 and 
vailable kilowatt-hours at 300,000,000. 
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jouse Throws Out 
“War-Work or Fight” 


War manpower boss Paul McNutt 
d his “war-work or fight” policy 
pre on trial before a House-Senate 
nference committee this week after 
> House completed drastic changes 
the Senate’s father draft bill which 
tually nullified the existing WMC 
gram. 
National Selective Service director 
wis B. Hershey, who became a mere 
reau chief under McNutt early this 
ar when WMC got its biggest grant 
authority, was restored to top -posi- 
yn in the draft by a House provision 
at “all” conscription authority be 
sted in him. The House: also stiffened 
Senate’s provisions that pre-Pear] 
arbor fathers be drafted last. 
The House tossed aside McNutt’s 
ar-work or fight” program by pro- 
biting induction of fathers by occu- 
tional groups or solely because of 
tir occupations. This. if agreed to 
the conference committee would not 
tect pre-Pearl Harbor fathers in 
tical or essential occupations any 
re than they are now protected, and 
ile non-essential or non-critical pre- 
arl Harbor fathers in utility jobs 
uld get somewhat more protection. 
ilities would suffer insofar as Mc- 
I's program was bringing men out 
trivial jobs to utilities. 
In addition. the House ruled that non- 
hers must precede pre-Pearl Harbor 
hers into the services, both nation- 
Y anc state-wide. regardless of occu- 
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VETERANS FOREGATHER—Central Maine Power members at speakers’ table at Portland 
luncheon meeting when 124 employees of the recently organized southern division were 
made members of the Old Timers Club. Pins recognizing 30 or more years of service were 
presented. L. Wilfred Cote, Portland line foreman, holds the service record, 48 years. 
closely followed by Fred D. Gordon, vice-president in charge of the division, 47 years. 
L. to R., seated, E. A. Gallant, Mr. Cote, T. J. Madigan, F. W. Spring and O. D. Mudgett: 
standing. G. S. Williams, vice-president and general manager: Mr. Gordon, President 
‘W. B. Skelton, Robert Braun and W. F. Wyman 





pation. Thus states and local boards 
having pools of non-fathers would have 
their quotas increased to drain off the 
non-fathers before induction of | -pre- 


Pearl Harbor fathers. 


R. I. Utility Resumes 
Oil Burning Pro Tem 


In response to a suggestion of the 
OWLU arising from the uncertain bitu- 
minous coal outlook. the Blackstone 
Valley Gas & Electric Co. resumed oil 
burning at its Pawtucket. R. I.. steam 
plant on October 25. the changeover re- 
quiring but a few minutes. A conver- 
sion task involving four boilers had 
been under way for about a year. and 
this work had heen completed a few 
days previously to a point where pul- 
verized coal firing had become routine 
procedure. the cost of the job ap- 
proximating $240,000. The steam tur- 
bine capacity at this station is about 
33.000 kw. The plant is used in large 
measure as a standby interconnected 
with other systems. a portion of its 
capacity normally being held in re- 
serve. Conversion was made _inten- 
tionally flexible to permit the use of 
either coal or oil according to supply 
and economic conditions. giving the 
plant a somewhat higher standard of 
flexibility than prevails in many standby 
installations. 

It was suggested that application 
be made to the Petroleum Administra- 
tion for War by the company to re- 
establish its authority to burn fuel 
oil on the scale required by the load 
conditions, and to seek an adequate 
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supply of fuel oil through govern- 
mental approval. The probabilities are 
that the return to oil burning will be 
a temporary expedient, although after 
the war the type of fuel to be burned 
will naturally depend on cost and sup- 
ply conditions. At present the com- 
pany has about 20.000 barrels of fuel 
oil on hand, or about two weeks’ full 
load requirements. 


Tucson Voters Reject 
Public Ownership 


By a vote of 1.387 for and 1,655 
against. voters of Tucson, Ariz., have 
rejected a proposal that the city pur- 
chase the properties of the Tucson 
Gas. Electric Light & Power Co. The 
voters likewise turned down a second 
proposal involving issuance of $8,500.- 
000 in revenue bonds to finance the 
purchase. 

The week previously voters of El 
Paso, Texas, also defeated a proposal 
to issue revenue bonds for the purchase 


of the El Paso Electric Co. 


Reed Gets Harriman Post 


President Roosevelt has announced 
the appointment of Philip D. Reed. 
former chairman of the board of Gen- 
eral Electric. as chief of the U. S. Mis- 
sion for Economic Affairs in London. 
with the rank of minister. Mr. Reed 
succeeds W. Averill Harriman, recently 
appointed Ambassador to Russia. Mr. 
Reed has been associated with Mr. 
Harriman on the economic mission in 
London for the past 16 months. 
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ICC Freezes All 
Coal In Rail Transit 


The Interstate Commerce Commission 
on Monday night invoked order M-363, 
freezing all coal in rail transit until it 
is released by the Solid Fuels Adminis- 
tration for War. 

The order was invoked during last 
spring’s coal crisis and was canceled 
when the production of bituminous coal 
was resumed. 

No order freezing coal in water-borne 
transit was issued, a Solid Fuels spokes- 
man said, inasmuch as relatively little 
is moving by water now and because 
water-borne coal is not easily suscep- 
tible of diversion. 

The Solid Fuels spokesman could 
make no estimate of the amount of coal 
affected by the order, but an unofficial 
estimate by one informed source set the 
figure at 3,000,000 tons. 


Utility Engineering 
Problems Forum 


A forum on current utility engineer- 
ing problems is being offered to active 
Wisconsin utility engineers under the 
sponsorship of the Technical Division, 
Electrical Section, of the Wisconsin 
Utilities Association in cooperation 
with the Illinois Institute of Tech- 
nology. 

The forum will take the form of 
four meetings—one a month during 
November, December, January and 
February. Each session will feature a 
prominent engineering authority who 
will discuss a specific phase of utility 
engineering problems. 

First two of the four meetings will 
be held November 8 and December 13. 
Subject will be “General Distribution 
Problems.” Featured speaker at both 
meetings will be H. C. Barnett, West- 
inghouse Electric & Mfg. Co. Subject of 
the third, or January 17 meeting, will be 
“Capacitors.” The speaker will be H. 
N. Muller of Westinghouse. On Feb- 
ruary 21 J. S. Parsons, also of West- 
inghouse, will discuss “Fuses” and 
their application to distribution sys- 
tems. 

An estimated attendance of upward 
of 200 Wisconsin engineers is expected 
at the monthly forum meetings. which 
will be held in the Public Service 
Building, Milwaukee, from 7 to 10:30 
p.m. on the evenings which have been 
designated. 

Officers of Wisconsin Utilities As- 
sociation envision the forum as activity 
association which will be carried on 
annually by various association groups. 
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Vancouver Power 
Shortage Threatened 


Power shortage is threatened in the 
Vancouver Island area due to lack of 
rain during September, according to 
A. T. Goward, vice-president of the B. C. 
Electric Railway Co., Victoria, B. C. 
Mr. Goward stated that precipitation on 
the Jordan River watershed during Sep- 
tember has been the lightest for the past 
three years. This shortage of rainfall, 
coupled with a very heavy increase in 
demand by war industries for electric 
power, has seriously depleted water 
stored in the B. C. Electric Railway 
Co.’s main generating plant on Van- 
couver Island at Jordan.River. Mr. Gow- 
ard stated that unless heavy rain was 
experienced within the next few weeks 
a critical power situation would be 
reached. 

Mr. Goward has issued an appeal to 
the public in Victoria area to curtail all 
unnecessary use of electric power, par- 
ticularly in homes, offices, stores, the- 
atres, and Jess essential industries and 
also in essential industries where cur- 
tailment can be affected without serious- 
ly affecting work involved. 

Mr. Goward stated that it was the 
hope of the company that its large addi- 
tional steam turbo-generating plant 
would be completed at Brentwood Bay 
long before this time. This plant was 





MEETINGS 


American Society of Civil Engineers — Annual 
meeting, Engineering Societies Building, New 
York, N. Y., January 19-21. George T. Seabury, 
secretary, 33 West 39th St., New York, N. Y. 


American Institute of Electrical Engineers—Na- 
tional technical meeting, Engineering somites 
Building, New York, N. Y., January 24-28. 
Henline, secretary, 33 West 39th Street, "Sess 
York, N. 

Sales Executives’ Conference—Netheriand Plaza 
Hotel, Cincinnati, Ohio, February 3-4. H. E. 
Dexter, secretary- ‘treasurer, 50 Market Street 
Poughkeepsie, N. Y 


Previously Listed 


American Society of Mechanical Engineers—An- 
nual meeting, Pennsylvania Hotel, New York, 
N. Y., November 29-December 3. Ernest Hart- 
ford, executive assistant secretary, 27 West 39th 
St., New York, N. Y. 

American Society of Agricultural Engineers—Fal/ 
meeting, LaSalle Hotel, Chicago, ill., Decem- 
ber 68. Raymond Olney, secretary, St. Joseph, 
Mich. 

1%h Exposition of Chemical Se toe 
Square Garden, New York, N. Y., December 
611. C. F. Roth, manager, Exposition of 
Chemical Industries, Grand Central Palace, 
New York, , 

National Association of Manufacturers—2nd War 
Congress of American Industry, Waldorf As- 
toria Hotel, New York, N. Y., December 8-10. 
J. M. Boyd, secretary, 14 W. 49th Street, New 
York, N. Y. 

American Standards Association — Annual meet- 
ing, New York, N. Y., December 10. P. G. 
Agnew, secretary, 27 West 39th Street, New 
York, > 

Technical Valuation Society—Annusl forum and 
business meeting, Building Trades Club, 2 Park 
Ave., New York, N. Y., December 11. W. C. 
Fisher, chairman, Room 516, 4 Irving Place, New 
York, N. Y 
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two parties for further negotiations 

































ordered in March, 1941, an’ |... 4 
that under normal circun~: ce; 
would have been delivered ani | sta) 
a year ago. Due to wartime | «ditj 
this unit has only now arrives oy y 
couver Island and cannot be insta 
and placed in service unti! \:ear 
end of the present year—a q , 
which Mr. Goward feels woul) be 
late to relieve the present © nerge; 
situation. 

; 2 


P. G. & E. Employees 
Granted Wage Rais 


A maintenance of membership cla 
and an hourly rate increase of two c¢ 
have been ordered for 2,000 employe 
of the Pacific Gas & Electric Co.'s 
Bay Division of the National War La} 
Board. The wage increase, retroacti 
to October 16, 1942, brings the works 
up to a full 15 percent wage incre 
under the Little Steel formula. Ay 
age hourly rate in January, 1941, 
95.3 cents. The new average rate 
be about $1.10. Employees were rep 
sented by the utility workers’ organizi 
committee of CIO. 

The WLB also ordered that the » 
bationary period for new workers 
cut from a year to six months and t 
a premium of 50 cents daily be p 
employees for days on which they 
on call but do not actually work. Re 
dent employees who live on or pn 
company property and are on call 
hours a day were denied the premu 
pay. and no premium was allowed { 
second and third shifts. Labor me 
bers of the board dissented from t 
denials. 

Industry members dissented from th 
standard maintenance of membersh 
clause, containing a 15-day “escay 
provision. 

The company and UWOC were dir 
ed to negotiate a wage-range and a tin 
progression system and report to \ 
within 60 days. Both parties are 
consider whether there are inequaliti 
in the present wage-range sys 
whether UWOC should participate | 
wage reviews to determine where | 
creases are warranted and whether tt 
time-progression system should be sho 
ened or eliminated. If no agreement 
reached, WLB will determine the iss 
Holiday pay was referred back to ® 


Broadcast Anniversary 


General Electric Co.'s “Hour ‘ 
Charm” celebrated its seventh annivé 
sary on NBC, Sunday, October 10. 
10 p.m., EWT. 
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SPECIALISTS MEET—District transformer representatives, plant and company officials gathered at the Pitts- 
field (Mass.) Works of General Electric October 11-14 for their 29th annual conference. Emphasis on the 
part Pittsfield products are playing in the war featured the program, which was arranged by L. R. Brown, man- 
ager of the transformer division of the central] station department, and who was guest of honor at a dinner 
in Lenox commemorating his 40 years’ service with G.E. L. to r., back row, C. W. Kellar, Denver: G. H. 
Magner and L. E. Tully, New York: R. Randall, Oklahoma City: A. W. King, New York: N. M. Chapman, 
Cleveland; A. M. Doyle, Toronto; third row, G. J. Conway, New York: E. C. Schorr: Chicago; E. L. Wright. 


Philadelphia; E. T. Parsons, Boston; V. Schlakman, New York: C. W. Everson, Chicago: H. T. Mont- 


gomery, Cleveland; second row, J. A. Herr, Philadelphia: G. N. Pingree, Dallas; H. E. Miller, Chicago; J. P. 

May. Atlanta; P. H. Haselton, Chicago: front row, H. F. McRell and L. R. Brown, Pittsfield; M. O. Troy, 

commercial vice-president, Schenectady; L. E. Underwood, manager Pittsfield Works: C. R. Benson, Oakland, 
Cal.; E. H. Bailey, Atlanta 





STUDY ELECTRONICS AT WORK—A group of utility engineers watch a capacitor winding operation in the 

Westinghouse plant at East Pittsburgh. Electronic control, used with specially designed winding machines, 

makes possible the use of unusually thin aluminum foil in the manufacture of capacitors. without wrinkling, 
breaking or tearing 
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CTRIC] mond-studded pin is awarded George 
chief igor Sperry Gyroscope Co., on the com- 
Ars of , the company. John J. Corbey, building 
UPerintedllmkes the presentation and Sperry plant 
Da Paigilmto offer congratulations. Mertens super- 
Maintexfmmughout 18 Sperry buildings in Brooklyn 





QUICK FREEZE TESTER—O. B. Swift, assistant to the president, New England Power Service 
Co., Boston, tries out a 10.5-cu.ft. chest in his home, finding by 12 months’ service that 1,100 
lb. of food was refrigerated for a family of five with an average energy consumption of 
2.3 kw.-hr. per day, costing about $25 a year on a typical electric rate. No spoilage was 
found, and some of the food treated by quick freezing was stored a year or more. Including 
overhead and under the relatively cool conditions and type of service involved, the total 
annual cost came to $51 per year, or 4.75 cents per pound preserved and stored. With a 
normal meat supply and commercially frozen food available, the use would increase to at 
least 4 lb. per day, bringing the total cost to 3.5 cents per lb. 





—_—> 
EASY DOES IT—Bureau 
of Reclamation workers 
placing the 38-ton “core” 
within one of the 36,000- 
kva. transformer tanks 
at Grand Coulee Dam. 
Once in place and 
sealed, 14,500 gal. of 
transformer oil is pumped 
into the tank. Unit boosts 
electrical energy gener- 
ated at 13,800 volts to 

230.000 





<<. 
VERTICAL FLUORES- 
CENTS—-Lighting of jigs 
in the aircraft industry 
presented a problem that 
has been successfully 
solved by fluorescent fix- 
tures mounted vertically 
near floor level, as 
shown here in the plant 
of the Douglas Aircraft 
Co. at Santa Monica, 
Calif. Low surface 
brightness and less ob- 
struction of light because 
of the long light source 
were important factors 
in selection of fluores- 
cent. Lighting units con- 
sist mostly of two 48-in. 
tubes in elliptical re- 
flectors with a 1x3-in. 
mesh protecting screen 
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...it pays to pick 
easy-to-order..,. 
easy to install... 


easy to move... 


A CSP Power Transformer performs all the functions 
of a conventional single-circuit substation... better... at 
less cost. For a given capacity and voltage rating, it will 
save up to 6% PLUS a substantial reduction in installation 
expense. Contractors have estimated this last saving as high 
as $1500.00. 


CSP Light-duty Power Transformers meet the problems 
of present war conditions: they require less space, less man 
power and less critical materials to install. And if, or when, 
a load center shifts as many probably will after the war... 
the CSP Transformer can be shifted easily with it ... 100% 
salvage. 


Get full information on CSP Transformers to meet your 
requirements. See your Westinghouse representative or 
write Westinghouse Electric & Manufacturing Company, 
East Pittsburgh, Pa. J-70420 
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oek’s Output Up 
18 Percent Over “42 


fie output curve kept up its record- 
ng pace with the end of the 
'@..:: of October to register another 
4 time high. The amount of electrical 
Psi 










..y distributed by the light and 
Bower industry for the week ended 
Bevover 30 totaled 4,452,592,000 kw.- 
compared to 4,415,405,000 kw.-hr. 
‘r the week previous, according to the 
jison Electric Institute. Figures for 
e latest week represent an 18 percent 
nin over the 3.774,891,000 kw.-hr. dis- 
ibuted during the corresponding week 
1942. 
Three of the major geographic re- 
ons of the country contributed to the 
e during the latest week—the New 
Bivland, the Mid-Atlantic and the 
nciic Coast areas. The latter was 
ll in first place with a 26.1 percent 
-rease over the 1942 week, compared 
a 25.3 percent gain the week pre- 
us: the Mid-Atlantic region stayed 
second place with a 21.4 percent 
in, compared to the 19.7 percent in- 
ease the previous week, and the 
uthern states were third with a 19.6 
rcent gain, slightly down from the 
).7 gain the week previous. The west 
ntral states trailed all the other re- 
ons in output increases over the °42 
ek with a gain of 8.5 percent; New 
igland was second in the cellar divi- 
m with a 9.4 percent gain. 














Weekly Output, Millions Kw.-Hr. 


f 1943 1942 1941 
past. 3 4452 Oct. 31 3,775 Nov. 1! 3,380 
art. 23 4415 Oct. 24 3,752 Oct. 2 3,341 
i 16 4,382 Oct. 17 3,717 Oct. 18 3,313 
+. 9 4342 Oct. 10 3.702 Oct. 11 3355 
j +t. 2 4,359 Oct. 3 3,683 Oct. 4 3,330 
| pt. 25 4,360 Sept. 26 3,720 Sept. 27 3,273 
j pt. 18 4,358 Sept. 19 3,757 Sept 3,273 
| pt. 11 4,229 Sept. 12 3,583 Sept. 13 3,322 
| pt. 4 435) Sept. 5 3,673 Sept. 6 3,133 
Abo. 28 4,322 Aug. 29 3,640 Aug. 30 3,261 


} Percent Change from Previous Year 
Week Ending 


Oct. 30 Oct.23 Oct. 16 





w England ._ + 9.4 + 7.0 + 8.9 
Mid-Atlantic +21.4 +-19.7 +-18.7 
Nentral Industrial +14.9 +15.2 +14.4 

st Central + 8.5 + 9.2 + 7.3 

| thern States +-19.6 +19.7 +22.2 
} ky Mountain +-13.8 +-14.7 +14.9 
ific Coast . +21.1 +25.3 +26.6 


otal United States +-18.0 +17.7 +17.9 








August Revenues 
Up 8.6 Percent 


Electric operating revenues of the 
ger privately owned electric utilities 
the United States in August 1943 
re $249,267,000, as compared to 
9.562.000 in August 1942, an in- 
me as: of 8.6 percent, according to a 
ort issued recently by the FPC. 
Revenues from sales to ultimate con- 
== were up 8.3 percent to $224.- 
WOO and electric operating revenue 
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deductions (including operating ex- 
penses, depreciation and taxes) were 
$193,627.000. or 9.1 percent over 1942. 

Net electric operating revenues in- 
creased 6.8 percent to $55,640,000, and 
gross income, including other utility op- 
erating income, increased 8.0 percent to 
$62,290,000. Income deductions de- 
creased 2.1 percent to $25,446,000. Net 
income in August 1943 was $36.844.009. 
an increase of 16.3 percent over the net 
for August 1942, 

Revenues by classes of service | in 


1943 





J 





J A SFO N OD 


August 1943 compared with the same 
month of 1942 were as follows: Indus- 
trial, an increase of 16.0 percent; resi- 
dential, an increase of 4.9 percent; and 
commercial, a decrease of 0.6 percent. 
Operating expenses in August 1943 were 
$114,956,000, or 14.7 percent greater 
than those of the same month la-t year. 
Depreciation charges were increased 4.3 
percent to $24,130,000 and taxes de- 
creased 0.1 percent to $53,700,000. This 
month is the first this year in which tax 
charges were down from last year. 
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R. W. Turnbull Elected 
Hotpoint President 


Ray W. Turnbull. executive  vice- 
president of the Edison General Elec- 
tric Appliance Co.. Inc.. Chicago, TL. 
has been elected president of the com- 
pany, according to an announcement by 
George A. Hughes, chairman of the 
board. Mr. Turnbull's election to the 
presidency follows 33 years of service 
to the Hotpoint organization. 

A. D. Byler, who retires as president 
because of ill health, will remain with 
the company as a consultant to the 
president, and also as a member of the 
board of directors. 

Starting as a helper in the foundry of 
the original Hotpoint company in 1910— 
shortly after the company was founded 
—Mr. Turnbull worked his way through 
the factory assembly lines, then to order 





service, next advertising, and eventually 
became sales manager. He was elected 
vice-president in 1931, and was pro- 
moted to the position of executive vice- 
president in 1940. 


P Antuuk C. Jacguot has been ap- 
pointed manager of Bonneville’s newly 
established north central Washington 
office at Wenatchee. Mr. Jacquot is a 
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native of the Yakima Valley and 4 
graduate of Washington State College. 
where he received his master’s degree 
in agricultural engineering and minor 
degrees in electrical and mechanical en- 
gineering. During the past three years 
he has been head of the agricultural en- 
gineering department and assistant di- 
rector of the engineering experiment 
station at Utah State College. Logan. 
Utah. 


Leonard Kebler Elected 
President of N.E.M.A. 


(See Front Cover) 


Leonard Kebler. president Ward 
Leonard Electric Co.. Mount Vernon. 
N. Y.. was elected president of the 
National [Electrical © Manufacturers 
Association at the concluding session of 
the association’s annual meeting. held 
last week at the Hotel Waldorf-Astoria, 
New York. Mr. Kebler succeeds Max 
McGraw. president McGraw Electric 
Co.. Chicago. 

Five vice-presidents elected were: V. 
R. Despard,. vice-president Pass & Sey- 
mour, Inc.. Syracuse. N. Y.: C. R. 
D’Olive. manager household appliance 
division, Stewart-Warner Corp.. Indian- 
apolis. Ind.; C. W. Higbee. manager 
wire and cable department. U. S. Rub- 
ber Co., New York. N. Y.: D. G. 
Phelps. vice-president Colt’s Patent 
Fire Arms Manufacturing Co.. Hart- 
ford. Conn.. and A. C. Streamer. vice- 
president Westinghouse Electric & 
Manufacturing Co.. Pittsburgh. Pa. 

F. T. Wheeler. vice-president Trum- 
bull Electric Manufacturing Co.. Plain- 
ville. Conn.. was re-elected treasurer. 


Pm Warrace K. Brows. formerly vice- 
president in charge of procurements 
for the Crocker-Wheeler Electric Mann- 
facturing Co.. has been made manager 
of the New York district sales of the 
Crocker-Wheeler division of the Joshua 
Hendy [ron Works office in that city. 
Mr. Brown first joined the Crocker- 
Wheeler Electric Manutacturing Co. in 
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1908 as-an apprentice engineer, ,{. 
completing his technical train. g , 
Clarkson College of Technology a. .d t}, 
University of Illinois. Since tha. tip, 
he has been district manager i; Sy 
Francisco and Newark and easter, sq), 
manager in New York. In addi: 5p , 
his company duties, Mr. Brown ji. sep 
ing on the subcommittee on gover: mey 
questionnaires, War Production | oa; 
He is also acting in an advisory c2paciy 
with respect to export and gener 
Crocker-Wheeler division sales matter 


E. S. Lee Elected Head 
of Engineers’ Counc 


Everett S. Lee, engineer in charg. 
General Engineering Laboratory, Ge, 
eral Electric Co., Schenectady, N. \ 
has been elected chairman of the Eng. 
neers’ Council for Professional Develo, 
ment to succeed Robert E. Dohe 























E. S. Lee 


president of Carnegie Institute of Tee 
nology, Pittsburgh. 

James W. Parker. vice-president 4 
general manager, Detroit Edison ( 
is the new vice-chairman, succeed 
Sidney D. Kirkpatrick. Stephen 
Tyler, executive secretary of the Ame 
can Institute of Chemical Enginee 
became secretary, succeeding A. 
Parsons of the American Institute 
Mining Engineers. R. L. Sackett - 
ceeds Mr. Tyler as assistant secret: 

Mr. Lee entered test at the Genet 
Electric Co. in 1913, following grad 
tion from the University of Illinois, 4 
then joined the teaching staff of Un 
College. It was after World War || 
he entered the general engineer 
laboratory at Schenectady. A fellow 
the American Institute of Electn 
Engineers, Mr. Lee is active in comt 
tee work for that society and is 4 Pp 
chairman of the Schenectady sectie 
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G. Barnett Assumes 
New Operating Duties 


F. Barnett has been appointed 
er.. superintendent of the Sierra 
cifi: Power Co., Reno, Nev., to suc- 
-d tie late Charles E. Fletcher. Mr. 
met! was formerly operating man- 


=~ 


r of the eastern properties of the 
st Coast Power Co., at Portland. 
{r. Barnett received his engineering 
ning in Ohio and joined the Public 
rice Co. of Colorado in 1917. Fol- 
ing World War I. he returned to 
company and served successively 
general engineer, superintendent of 
nsportation and southern district 
hager. 
n 1928 he. joined Central Public 
ice Co. and was assistant general 
ager of Maine Publie Service Co. 
Maine-New BrunsWick Electric 
er Co. until 1930. He then trans- 
ed his interests to Rockford, IIl.. as 
rating manager, electric and steam 


. for the Central Illinois Electric & << 
Co. From 1933 until he went to * 
land, in 1936, Mr. Barnett was dis-~ 


manager in southern Indiana fer 
Central Public Service Co. 


: Dgmon Joins Staff 
. of Hartford Utility 


1. John GC. Damon. whose retire- 
from the U. S. Army was recently 
unced (ELectrica, Wor.p, August 
age 17), has joined the staff of the 
ford Electric Light Co.. Hartford. 
. where he will be engaged in re- 
h work with particular application 
Ppreciation, 


OYD Buck, supervisor of plant ac- 
ting. has been appointed assistant 
resident W. C. Bell of the United 


CTRICAL WORLD e 


November 6, 


Illuminating Co., New Haven, Conn. 


He was formerly connected with the 
Rockland Light & Power Co., Nyack. 
N. Y. In his new position he will be 
concerned with the budget, plant pro- 
tection, statistical studies and analyses. 


Eucene ROSAzza gucceeds Mr. Buck in 


the plant accounting branch. Mr. Ros- 
azza was formerly employed in the State 


Labor Department, Hartford, joining 
the United organization in 1939. 


OBITUARY 
Frederick Darlington 


Frederick Darlington, a retired con- 
sulting electrical engineer, who fo: 
many years was assistant to the vice- 
president of the Westinghouse Electric 
& Manufacturing Co., died in Great 
Barrington, Mass., at the age of 76. 
Mr. Darlington was associated with the 
late George Westinghouse in many of 
his enterprises. 

A graduate of Pennsylvania State 
College, Mr. Darlington began work 
with the Phoenix Bridge & Iron Works 
in Phoenixville, Pa., in 1887; was 
chemist with the Pittsburgh Testing 
Laboratory in 1888, and in 1890 joined 
Westinghouse. He then served as elec- 
trical engineer with the United Electric 
Light & Power Co. and the Brush Elec- 
tric Light Hluminating Co. in New York 
and later engaged in engineering in- 
vestigations with William Stanley in 
Great Barrington. where the first alter- 
nating current power system was de- 
veloped. Mr. Darlington returned to 
Westinghouse’ as consulting engineer 
and remained until 1913. when he was 
elected vice-president and manager of 
the Alabama Power Co. He became 
assistant to the vice-president of West- 
inghouse the next year and remained 
until his retirement in 1936, 

During the first World War, Mr. 
Darlington served as chief of the power 
section of the War Industries Board. 
which was formed under the direction 
of Bernard M. Baruch. 


P Oscar M. Cooper. superintendent of 
the Jackman ‘district of Central Maine 
Power Co.. died recently at his home in 
that place. He had filled his late posi- 
tion since the summer of 1929. and was 
born in Earl. Canada. in 1883. He has 
been succeeded by Atma Dunn, office 


manager. as acting superintendent. 


> Jouxn D. Crawsuck, pioneer in the 
electrical equipment field and head of 
John D. Crawbuck Co., Pittsburgh. Pa.. 
died of pneumonia, on October 16. 
after a nine-day illness. A native of 
New York. Mr. Crawbuck started his 


1943 


business career in 1902 with Rossiter- 
MacGovern Co., later transferred to 
Wicks Bros. and still later to Miller- 
Owen Electric Co., Pittsburgh, where 
he was president until 1926, when he 
started the firm which bears his name. 
Mr. Crawbuck was one of the leaders in 
the used electrical equipment field and 
played an important part in its develop- 
ment, 


P Epwarp S. Sticke, the Pittsburgh 
representative of the Delta-Star Electric 
Co., Simplex Wire & Cable Co. and 
transformer representative of the Pitts- 
burgh Works, Allis-Chalmers Manu- 
facturing Co., died on October 25 at his 
home, after a short illness. Mr. Stickle 
was 58 years old and for many years 
conducted the E. S. Stickle Co. in 


western Pennsylvania. 


> J. C. M. Lucas, president of the Ken- 
tucky Electric Power Co., with offices 
in Baltimore, Md., and Nortonville, Ky., 
died on October 21 at his home in Balti- 
more. A native of that city, Mr. Lucas 
organized several electric and gas utili- 
ties in the South. 


> Cuartes B. Davis, 82, manager of 
General Electric’s New England district 
office at Boston from 1893 to 1926, died 
at Chestnut Hill, Mass., on October 22. 
He was born in Lexington, Mass.; was 
graduated from Harvard College in 
1884, and was associated with the 
Thomson-Houston Electric Co. in the 
°80s. installing and operating plants in 
South America. For a time he was 
assistant to the president of Interna- 
tional G. E.. making many trips to the 
Far East in this connection. Mr. Davis 
had an intimate part in the develop- 
ment of industrial. transportation and 
railway electrical applications in the 
northeast during his long term of serv- 


ice. 


> Cuarces P. Cutren, attorney to: 
Pacific Gas & Electric Co. from 1911 
until his retirement in 1937, and an 
authority on rate matters, died on Sep- 
tember 15 in San Francisco. Mr. Cutten 
was born in 1875 in Eureka, Calif., a 
town which his family had helped to 
found. He was graduated from Stan- 
ford University Law School in 1899 and 
admitted to the bar in 1901. Mr. Cut- 
ten was a member of the California 
State Senate from 1908 to 1911 and, as 
chairman of its banking committee, was 
instrumental in formulation of the pres- 
ent Bank Act. As rate department at- 
torney for Pacific Gas & Electric. he 
was the company’s representative in 
matters relating to the California State 
Railroad Commission from the time of 
the commission’s organization in 1911 
until his retirement. He represented the 
company in the valuation of P. G. & E. 
properties in San Francisco in 1924. 
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Allis-Chalmers Net 
Up in 3d Quarter 


Allis-Chalmers Manufacturing Co. 
reports, for the third quarter of 1943, 
a net income of $2,697,946 or $1.51 a 
share on 1,776,092 no-par shares of 
common stock outstanding at the close 
of September, after provision of $11,- 
725,000 for federal income and excess 
profits taxes. The net income for the 
second quarter of 1943 was $2,056,048, 
or $1.15 a share, after providing $6.- 
315,000 for federal income and excess 
profits taxes. For the nine months of 
1943 the net income was $6,186,133 or 
$3.48 a share after provision of $23.- 
120,000 for federal income and excess 
profits taxes, 

Billings in the third quarter of 1943 
amounted to $100,335,776, compared 
with billings of $59,687,058 in the 1943 
second quarter. Billings for the nine 
months were $206,498,729. The billings 
and net income for the third quarter 
include non-recurring amounts arising 
from adjustments of certain government 
contracts that are applicable to the first 
six months of 1943. 


Elwell-Parker Observes 
Fiftieth Anniversary 


The Elwell-Parker Electric Co., 
Cleveland, Ohio, is observing its fiftieth 
anniversary this year. Although the 
company has been in existence continu- 
ously for 50 years, its corporate history 
began with the birth in 1843 of Thomas 
Parker, one of the founders of the elec- 
trical industry in Great Britain. The 
old firm of Elwell-Parker, Ltd., made 
motors and dynamos in Wolverhampton. 
England, and in 1893 licensed a sep- 
arate company to build them in Amer- 
ica. 

For some time after 1893 the entire 
output went to the old Brown Hoist- 
ing Machinery Co. Later the company 
supplied motors for electrical street 
vehicles, both passenger and commer- 
cial. Early in the 1900’s the American 
Elwell-Parker interest bought out the 
British holdings and for more than 30 
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Lewiston, Me., all now engaged —ntink. 
on war production. Purchasing dep&y 
ment will remain at Dobbs Fe) :y, 


Discusses U. S. Role 
in Post-War Ey 


(al 
America’s greatness and worthiness ymin. 4 
be her ability to turn the war prody heer 
tion machinery which has been desig prodt 

years has concentrated on the develop- primarily for destruction into effect 

ment of interior trucks for industrial peaceful purposes,” said Arthur W. }, 
use. rington, board chairman of Marm 

4 Herrington Co., Inc., Indianapolis, jp 

commencement address to the grad 


North American Philips ing class of Rose Polytechnic Instit 


at Terre Haute, Ind., recently. 
to Move to New York During the commencement exerciy 
North American Philips Co., Inc.. the honorary degree of doctor of enj 


Dobbs Ferry, N. Y., will move its com- neering, in recognition of his achie 


rigera 
pctric 
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vard c 
rce. 
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probs 


mercial and administrative depart- ments in the field of military transpon Ss 4 
ments, late in November, to the Persh- tion, was conferred upon Mr. Herrig™mwer © 
ing Square Building, Park Avenue at ton. d: “W 
42d Street, New York, under a long- Speaking on the subject “The Enjamppittle | 
term lease. This will provide space for neer’s Part in Post-War Industry,” } narke 
increased production at the factory on Herrington said: “Accelerated techni “Pick 
important war work. The Industrial developments always follow in the p: most 
Electronics Equipment Division of of war, and have again brought forth ther a 


North American Philips Co.. which glorious accomplishment of Americ 
markets Norelco electronic products, creative genius . . . When the + 
will also move from 419 Fourth Avenue, _ is over, we will be living in a new wor 
New York, to the Pershing Square It will be just as impossible to tw 


Building. back on the results of all our acccqmeUOF€ 


The change will not affect production ated research as it will be to turn bg F 
personnel at the three plants in Dobbs _ the inevitable passage of time. Int rue 
Ferry and Mount Vernon, N. Y.. and new world we will be forced to Lied 

ering 
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; ction 
NESCO “E”—The Army-Navy “E” award for excellence was presented to the Milwog 
plant of the National Enameling & Stamping Co., electrical appliance manufa neil 
recently. Left to right: Col. J. C. Raen, who presented the pennant; Marshall Me ble St 
employee who accepted the “E” pins for fellow-workers; E. R. Marter, superintes? 
(center) an? Alfred J. Kieckhefer, president of the company with Commas ECT! 


M. A. Sawyer 
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yer position in the family of 
ations. . . . We must align our 

with the new economic and 
‘cal issues we will have to 


udy Post-War Field 
Now, Says Prince 


ointing out that the Baldwin Loco- 
tive Works has been reconverted 
m tank manufacture to locomotives 
nin. and that General Electric Co. 
been permitted to switch a part of 
production to replacement parts for 
rigerators, David C. Prince, General 
ectric vice-president, urged in a re- 
t address before the Advertising 
b in Houston, Texas, that business 
n begin now to take the initial steps 
ard development of a post-war com- 
ree. 
In speaking of the recent survey made 
the U. S. Department of Commerce 
probable post-war markets, indicat- 
» a potential national purchasing 
wer of $165,000.000,000. Mr. Prince 
d: “We business men think that it is 
ittle high. Our own figures indicate 
market of around $135.000.000.000.” 
“Pick out the field where you think 
most opportunities lie.” Mr. Prince 
ther advised, “and prepare to develop 


uorescent Standards 
Personnel Announced 


Accelerating its efforts to establish 
rther and more detailed standards 
ering products and installation prac- 
es for cold-cathode fluorescent light- 
yp. the Fluorescent Lighting Associa- 
n, through its president, Victor H. 
d, has announced the personnel of 
standards committee as follows: 
harles A. Pollak. General Luminescent 
rp.; John W. Mollica. Mobeco, Inc.: 
n C. Sabatini, Colonial Lighting: L. 
Marschall. Sola Electric Co.; Harry 
iss. Supro Lux Manufacturing Co. 


orner Products Expands 


Worner Products Corp.. Chicago. en- 
eer, designer and manufacturer of 
ctronic equipment. has announced a 
ganization to meet demands for in- 
eased production. The new firm name 
now Worner Electronic Devices. 
on Worner continues as chief execu- 
e. New, enlarged laboratory and pro- 
ction facilities occupied on 
wember 1. Hereafter the address of 
rier Electric Devices is 848 North 


ble Street. Chicago. 


were 
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Field Reports on Business 


Supplies for shipbuilding are moving at top pace and electrical equipment is 
one of the outstanding features of this program. Army demands cover mainly 


wiring supplies and power distribution materials. 


Orders for electrical equip- 


ment from utility sources are scarce. Retail sales continue brisk. 


NEW YORK 


Consolidated Edison Company of New 
York set two new records on Tuesday of 
last week. For the first time in the history 
of the Edison system demand for electric 
power exceeded 2,000,000 kw. and output 
reached a new high level of 36,342,660 
kw.-hr. The peak demand on the system’s 
facilities was reached at 5 p.m. under dark. 
stormy weather conditions, reaching a level 
of 2,085,000 kw., compared with a previous 
peak load of 1,952,000 kw. The new out- 
put record was well in excess of 1,000,000 
kw.-hr. more than the previous record out- 
put established on October 15. 

- Retail sales activity in the area, follow- 
ing the national trend, continue to break 
last years records. For the week ended 
October 23, according to the Federal Re- 
serve System, department store sales na- 
tionally were up 12 percent over the corre- 
sponding week in 1942. For the latest four- 
week period the margin of increase was 7 
percent. In the eastern area New York 
showed a 13 percent gain. Boston an 8 
percent and Philadelphia 11] percent gain. 

Niagara Hudson system companies will 
make available immediately $1,000,000 for 
construction of rural line extensions, it was 
announced, The appropriation will enable 
the companies to extend electric service 
promptly to all farms classified by WPB as 
essential to food production efforts, and 
will enable farmers to take advantage of 
the system’s recently announced liberalized 
rural line extension plan. 


NEW ENGLAND 


Eleven naval vessels launched from New 
England shipyards illustrate the top pace 
with which supplies of all kinds are movy- 
ing for shipbuilding, in which electrical 
equipment is so important. Shop equip- 
ment replacements and additions are re- 
guiring large quantities of electrical mate- 
rial. Army demands, while less spectacular. 
are steady and cover mainly wiring sup- 
plies and power distribution materials. 

\ contract was awarded last week for an 
(Army hespital. costing more than $1.000.- 
000. to Rugo Construction Co., Inc., to be 
located in Massachusetts, and a similar 
hospital addition for 300 beds is now in 
the planning stage. Navy contracts awarded 
include Aeroevox capacitors; optical com- 
parators to the Jones & Lamson Machine 
Co.: centrifuges to International Engineer- 
ing Co., Boston; electrical recording medi- 
cal apparatus to A. M. Gross, Quincy, 
Mass.. and large quantities of plastic prod- 
ucts to New England manufacturers of elec- 
trical equipment. 

‘mong bids submitted by manufacturers 
tube sockets, resistors, con- 
densers and a large amount of special 
radio communication materials, synthetic 
composition, insulating tape and medical 
apparatus requiring sensitive electrical 
control, 

Other contracts which should stimulate 
orders for electrical supplies include a new 
police station, costing $50,000, for Middle- 
town, Conn., and new housing facilities at 
a Rhode Island naval base. Massachusetts 


are vacuum 
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Institute of Technology has added 700,000 
sq.ft. of floor space to its laboratories used 
for war purposes, of which 430,000 sq.ft. 
will be permanent, 


PACIFIC COAST 


Removal of West Coast dimout regula- 
tions at midnight, Sunday, October 31, has 
caused a hectic buying up of all available 
neon supplies and outdoor lighting equip- 
ment. Resultant business opportunities 
have been considerably curtailed by lack of 
necessary material. 

Combined value of September building 
permits for the seven western states was 
$15,865,000, or 25 percent less than for 
September, 1942, with the Northwest aver- 
aging a 50 percent decrease. 

The government has reported favorably 
on the proposed Umatilla Dam, costing 
$49,470,000, to provide 600,000 kw. and to 
extend Columbia River navigation to a 
point 325 miles from its mouth. The All- 
American Canal will be extended 120 
miles in Coachella Valley in extreme south- 
eastern California. 

Electrical orders include 150- and 333- 
kva. transformers for city of Los Angeles: 
generating plant and distribution systems, 
averaging $30,000, for several camps, as at 
Rice, Calif., and lighting layouts for new 
air fields in Colorado and Wyoming, such 
construction having been moving gradu- 
ally eastward. There is much _ potential! 
business in the proposed new $6,500,000 
tube connecting Oakland and Alameda, 
now awaiting joint ratification by the cities 
after government approval, as well as in 
projected conversion of Columbia City, 40 
miles downstream from Portland, into a 
general shipbuilding and repair plant. com- 
plete with drydocks and housing. 


CHICAGO 


Chicago business maintained its gains 
during September, some measures of ac- 
tivity showing an accelerated rate of in- 
crease over earlier months of the year. 
Industrial payrolls, electric power produc- 
tion and building permit values were im- 
portant indices, registering larger increases 
than the combined gains for the first nine 
months of 1943. 

Light and Water Commission, Cedar- 
burg, Wis., has selected a site and is pre- 
paring plans for a power substation of un- 
announced size. In the same community 
plans are being completed for a $200,000 
DPC-financed expansion of the Metal Mold 
Corp. In the Detroit area work is to start 
soon on Chrysler Corporation’s $410,000 
DPC-financed expansion of one of its war 
plants. 

Electrical manufacturers in the Chicago 
area report plants operating at full output 
on war subcontracting not identified with 
regular line products. Orders for electrical 
equipment, particularly from utility sources, 
are scarce and indus'rial electrical equip- 
ment orders associated with new plant 
construction are on the wane. Manpower, 
rather than shortage of raw material. con- 
linues the pressing problem. 
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SEC DECISIONS -HEARINGS 





The Securities and Exchange Com- 
mission, in a series of orders and opin- 
ions issued last week affecting electric 
utilities: 


PerMITTED Electric Power & Light Corp.. 
subsidiary of Electric Bond & Share Co., to 
apply approximately $10,280,000 to open 
market purchases of part of its gold deben- 
tures, 5 percent series, due 2030, of which 
$29,178,000 was outstanding as of June 30. 
The $10,280,000 will be raised through the 
sale of 450,000 shares of the stock of Elec- 
tric Power’s subsidiary, Idaho Power Co., 
a transaction which has received SEC ap- 
proval. 


ApproveD a PLAN for the purchase by 
NY PA NJ Utilities Co. of $5,356,956 of 
securities from its subsidiary New Jersey 
Power & Light Co. Among the securities 
being acquired in the transaction are 341,- 
350 shares of the common stock of Jersey 
Central Power and Light Co., amounting to 
$4,312,308, which constitute 32.39 percent of 
the total voting control of that company, 
recently held by the commission to be a 
subsidiary of New Jersey Power & Light. 
The sale will result in Jersey Central ceas- 
ing to be a subsidiary of New Jersey Power 
& Light, but will continue to be a subsid- 
iary of NY PA NJ Utilities Co. Proceeds of 
the sale will be used by New Jersey Power 
& Light to retire $4,905,000 of its first mort- 
gage bonds, 414 percent series, due 1960. 


Deniep AN ApPpLicaTiOn by United Pub- 
lic Service Corp., subsidiary of the Middle 
West Corp., for permission to sell 148,055 
shares of class B common stock of the 
United Public Utilities Corp., another reg- 
istered holding company, to Wilbur W. 
Thompson for $16,000. The shares are the 
only remaining asset of United Public Ser- 
vice, in process of liquidation. The SEC 
said Mr. Thompson’s offer was about 10 
cents a share, compared with current over- 
the-market quotations of 3714 cents to $1 a 
share. 


APPROVED A SERIES of preliminary steps 
looking toward the dissolution of the 
Peoples Light and Power Co. In one step 
the West Coast Power Co., Peoples sub- 
sidiary, will sell $600,000 of new first 
mortgage bonds, due 1963, to Provident 
Mutual Life Insurance Co. and declare a 
partial liquidating dividend of $754,400 to 
its parent. Peoples will use the $600,000, to- 
gether with other funds to make a capital 
contribution of $1,000,000 to Texas Public 
Service Co., another subsidiary. Texas will 
use contribution, with other funds, to buy 
from Consolidated Electric & Gas Co. all 
the stock of Peoples Gas Co., a subsidiary. 
for $1,246,000. Texas Public Service will 
then liquidate Peoples Gas. Consolidated 
will use the receipts from the sale of 
Peoples Gas to acquire part of the Southern 
Cities Utilities Co.’s 30-year first lien and 
collateral trust bonds. 


Approvep A PLAN of liquidation and dis- 
solution of the Clarion River Power Co.. 
whose properties have been merged with 
the Pennsylvania Electric Co. in the Asso- 
ciated Gas & Electric system. 


Approvep Proposats by Standard Gas & 
Electric Co. and Oklahoma Gas & Electric 
Co., its subsidiary, for recapitalization of 
Oklahoma as preliminary <teps toward the 
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divestment of Oklahoma by Standard. The 
proposals include the issuance and sale by 
Oklahoma of $6,500,000 face amount of 
serial notes maturing in not more than ten 
years to private purchasers, and the use of 
the proceeds, together with other funds, to 
redeem its 4 percent debentures in the face 
amount of $6,650,000. 


Applications Filed 


ProposaL oF Pennsylvania Electric Co., 
subsidiary of Associated Gas & Electric 
Corp., to refinance its 5.10 percent preferred 
stock through the issuance of 34,000 addi- 
tional shares of 4.40 percent preferred 
stock. Proposed refinancing would reduce 
annual dividends by $23,800 and simpilfy 
the company’s capital structure, the com- 
pany said. 


Hearings Scheduled 


NoveMBeR 9: Hearing on the claims of 
the Illinois Iowa Power Co. against the 
North American Light & Power Co., con- 
solidated with hearings on the voluntary 
plan for dissolution filed last August by 
the North American Co. 


NovemBer 15: Reconvening of hearings 
with respect to the retainability of certain 
subsidiaries of Cities Service Power & Light 
Co. and its holding company subsidiary, 
Federal Light & Traction Co. 


Two Refunding Issues 
Offered on Market 


Two utility refunding issues went 
on the market last week. 

({n underwriting syndicate. headed 
jointly by First Boston Corp. and Blyth 
& Co. offered $15,000.000 of Delaware 
Power & Light Co. first mortgage 3 
percent bonds, due 1973, and 40,000 
shares of its 4 percent cumulative $100 
par preferred stock. Proceeds from the 
sale of these securities will be applied 
to the redemption of all the outstand- 
ing bonds and preferred stocks of 
Delaware Power & Light and its sub- 
sidiaries. 

Another underwriting group, headed 





Utility Reports 





Net Income 
1943 1942 
*Central Vermont Pub. Serv... $401,668 $235,645 
“Commonwealth & Southern 
and subs 13,592,983 9,947,844 
*Connecticut Light & Power . 3,739,141 3,616,415 
*Consolidated Edison N. 


and subs ..... 2... 32,046,257 28,567,498 
*Consumers Power -e..e-. 8,075,616 8,119,823 
*Marion Reserve Power . 370,674 505,519 
*Ohio Edison ; 3,478,307 3,220,686 
*Potomac Electric Power . 4,132,307 3,896,278 
*Sierra Pacific Power . . 614,512 525,16! 
"Texas Electric Service 2,498 ,432 876,117 
*Texas Power & Light 2,881,747 1,380,396 





* Twelve months ended September 30. 

















































by Kidder, Peabody & Co., is . fey; 
subject to formal award, $3 209, 
Department of Water & Powe 
city of Los Angeles refundin, 


13-Year Study of 204 
Operating Compuani 


The Securities and Exchanve (yy 
mission made public last werk q }) 
year survey of financial stati-tics 
204 operating electric and gas sy}jii 
aries of holding companies. Thie rep, 
includes all companies with asset 
$5,000,000 or more and is a contin 
tion of similar reports published ; 
1940, 1941 and 1942. The assets of | 
204 companies included in the sure 
total $11,699,724,773, or approximate 
75 percent of the total assets of 
registered companies. 

The report consists of two pages { 
each company, one being a statement 
balance sheet and earning statem 
items and the other a series of finance: 
charts covering the 13-year period. T. 
statement covers financial items «sy 
as operating revenues, depreciatiy 
maintenance, fixed charges. dividen 
capitalization, surplus, assets. fixed c: 
ital and preferred dividend arreara; 
as well as ratio and percentage cofffounced 
putations. pplicatic 

The charts include four diagracfiy. seekir 
One shows the effect on net income #00 of fi 
using income tax depreciation. Tent serie 
second shows the 13-year breakdofion and 
of operating revenues into the vari@ii@rst mort 
deductions ending with portion is. due 
available for common stock. The thi 
shows 12 comparisons of the individ e propo 
company with the weighted average Hie Idaho 
the 204 companies on such items Mie funde 
times funded debt interest earned, p 
cent of taxes to operating revenues. ¢ 
The fourth diagram is a pie-chart sh Aécordi; 
ing the breakdown of capitalizat@lMdaho Poy 
outstanding. percen 

surance 











Utilities Call Bonds aliforr 


Buffalo Niagara Electric Corp. | 
week announced the call for redempygye 
on December 1. 1943, of $381,000 pam Californ: 
cipal amount of its general and 
funding mortgage 3% percent bos 
series C. due 1967, at 105% and 
crued interest. 

Portland General Electric Co. 
wise called for redemption on De 
ber 1, at 101 and accrued inter 
$215.000 aggregate principal amé 
of its first mortgage 5 percent bo 
due by extension July 1. 1950. 
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av aii Blackout 
Accidents Described 


accident rate skyrocketed dur- 
absolute blackout in Hawaii. 
v. J. Holmes, chairman of the 
Control Committee of Hawaii. 
-he Illuminating Engineering So- 
‘et: annual meeting held in New York 
ast week. It also had the effect of con- 
ervicg kilowatt-hours, because every- 
hine possible was done in the daytime. 
mad: people realize the difference be- 
ween night seeing and day seeing and 
made them conscious of the important 
ole pjayed by contrast at night. 
The one-day meeting had no -tech- 
papers, but was devoted to so- 
both national and local. 
ition to a summary of the past 
sctivities by R. B. Brown, Jr., the 
president. and reports from 
ommfttees, there was a forum on local 
ctivit®s covering operating problems 
){ regions, sections and chapters. The 
rogram for the new administrative 
ear wats outlined by the new president. 
Joward M. Sharp. 
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daho Power Files 
on $18,000,000 Issue 


The Federal Power Commission an- 
ounced last week its receipt of an 
pplication filed by the Idaho Power 
o. seeking authority to issue $18,000,- 
00 of first mortgage bonds. 34. per- 
ent series, due 1973, for the redemp- 
on and retirement of $18,000,000 of 
rst mortgage bonds, 334 percent ser- 
*s. due 1967. now outstanding. The 
pplication states that the purpose of 
e proposed transaction is to enable 
i¢ Idaho company to retire outstand- 
z funded obligations bearing interest 
harges substantially in excess of the 
ate to be charged on the new bonds. 
According to the application, the 
aho Power Co. proposes to sell the 
+ percent bonds by private sale to 
surance companies, 





alifornia Electric 
Calls All Its Bonds 


California Electric Power Co. has an- 
uunced the call for redemption on 
pril 1, 1944, of its entire outstanding 
P3.782,700 first mortgage bonds, series 
1956, at 10214 and accrued interest. 
his is in line with the recapitalization 
cently of $16,000,000 first mortgage 
bnds, 344 percent series. due 1968, by 
syndicate headed by Dillon, Read & 
- and 40,000 shares of 514 percent 
nvertible prior preferred stock. 
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Sales Opportunities 


Nepraska—Consumers Public Power Dis- 
trict, Columbus, has approved plans for 
new power plant for auxiliary service and 
will begin work at early date. Cost estim- 
ated over $100,000. It is understood that 
project will have a priority rating. Trans- 
mission line will be extended to station site 
for connection with present high-tension 
system in that area. 


Minnesota—Northwestern Aeronautical 
Corp., Wold-Chamberlain Airport, Minne- 
apolis, will carry out expansion in a plant 
for production for government, comprising 
several buildings, with machinery and elec- 
trical equipment for large output. Cost es- 
timated about $800,000, with financing by 
Defense Plant Corp. Proposed to begin 
work at early date. 


\{LABAMA—Power and Water Department. 
Sheffield, plans post-war project for exten- 
sions and improvements in municipal elec- 
trical distribution system, with power 
transformers, service connections and other 
facilities. Estimates of cost will be made 
soon. Work will be carried out in conjune: 
tion with a long-term municipal improve- 
ment program, for which details will be 
determined soon by City Commission. 


West Vircinia—-Board of Kanawha 
County Supervisors. Charleston, plans new 
airport in vicinity of city, comprising hang- 
ars, shops and other buildings, with elec- 
trical and mechanical equipment. Power 
substation is proposed, with overhead and 
underground distribution lines, Also light- 
ing system, with control station and other 
operating facilities. An election has been 
called Nov. 20, to authorize bond issue of 
$3,000,000 for project. 


Arizona—Water Department, Phoenix. 
plans installation of motor-driven pumping 
units, with controls and auxiliary equip- 
ment, in connection with extensions in water 
system. Entire project is estimated to cost 
about $208,000, and will be financed through 
federal aid. Roy J. Heyne is city manager. 
in charge. 


Wisconsin—J. I. Case Co., Racine, man- 
ufacturer of agricultural and other machin- 
ery, will make extensions in plants in Wis- 
consin, Illinois and Iowa for production for 
government, with machinery and electrical 
equipment. Cost about $325,000, with financ- 
ing by Defense Plant Corp. Proposed to 
begin work at once. 


Inp1aNA—Schenley Distillers Corp., Law 
renceburg, is said to be arranging immed- 
iate call for bids for various equipment in 
addition to power plant at local Old Quaker 
distillery, now under way, including boiler 
and boiler setting, power piping, instru 
ments, etc. Entire project will cost about 
$225,000. Carl J. Kiefer, 26 East Sixth St.. 
Cincinnati, Ohio, is vice-president and 
engineer. 


Itt1no1s—Allied Stee] Castings Co., Lin- 
coln Ave and West 147th St., Harvey, has 
plans maturing for one-story addition, about 
120 x 300 ft., for expansion in heat-treating 
division. Cost reported over $140,000, with 
mechanical and electrical equipment. Bids 
are scheduled to be asked at once. Project 
will have a priority rating. R. H. Maveety. 
53 West Jackson Blvd... Chicago. is consult- 
ing engineer. 

NortH Carorina--Navy Department, 
Washington, D. C.. has approved plans for 
expansion in naval aircraft base, compris- 
ing hangar, shops and other structures, with 
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electrical and mechanical equipment. Cost 
estimated about $1,073,000. Work is sched- 
uled to begin soon. Bureau of: Yards and 
Docks, Navy Department, Washington, is 
in charge. 


Texas—Construction Service, Veterans’ 
Administration, Washington, D. C., asks 
bids until Dec. 7 for additional buildings at 
institution at Waco, with complete elec 
trical facilities, outside electrical services. 
electric elevators and other electrical in 
stallation. ’ 


Texas—Water Department, Fort Worth, 
plans installation of motor-driven pumping 
machinery, controls and auxiliary equip- 
ment for expansion in Holley pumping sta- 
tion of municipal water system. Cost es- 


timated about $125,000. Proposed to secure ~ 


a priority rating. Freese & Nichols, Capps 
Building, Fort Worth, are consulting en- 
gineers, 


Ruope Istanp— General Cable Corp.. 420 
Lexington Ave., New York, N. Y., has con 
tracted with government for expansion in a 
plant, with machinery and electrical equip- 
ment. Cost estimated about $1,200,000. Also 
for similar extensions in plants in New 
York and Missouri, to cost approximately 
$365,000 and $530,000, in order noted, mak- 
ing total of $2,095,000, for entire program 
Financing by Defense Plant Corp 


Micuican—City Commission, Ironwood, 
is arranging for a post-war municipal im- 
provement program, to include a proposed 
new light and power plant, estimated to cost 
about $1,000,000, with turbine-generators. 
boilers and auxiliary equipment. It has been 
voted to call a special election at early date 
to approve bonds in amount noted. 


AtaBpAMA-—-Goodyear Decatur Mills, De- 
catur, has approved plans for large addition 
to tire fabric mill, with machinery and elec- 
trical equipment. Cost estimated close to 
$1,000,000. Erection is scheduled to begin 
at once. Project will have a priority rating. 
Company is affiliated with Goodyear Tire & 
Rubber Co., Akron, Ohio. Robert & Co., 


Bona Allen Building, Atlanta, Ga.. are 
architects and engineers. 
Friorma—Civil Aeronautics Administra- 


tion, Department of Commerce, Washing- 
ton, D. C., and 84 Marietta St., N. W., At- 
lanta. Ga., has plans for new airport, includ- 
ing hangars, shops and other industrial 
buildings, with electrical and mechanical 
equipment. Also, power substation facili- 
ties, with electrical distribution linea, light- 
ing system, control station, etc. Cost esti- 
mated close to $700,000. Work is sched- 


uled to begin soon. 


Wasuincton—Everett-Pacific Co., Ever- 
ett. plans expansion in a shipyard, includ- 
ing several one-story shops, warehouses and 
other industrial buildings, with machinery 
and electrical equipment. Cost estimated 
about $550,000. Work will begin soon. 


AtaskKa—War Department, Washington, 
D. C., has approved plans for new air force 
base, including hangars, shops, warehouses 
and other structures, with electrical and 
mechanical equipment. A power substation 
is planned, with electrical distribution sys- 
tem, service connections, lighting system. 
ete. Entire project will cost approximately 
$3.000,000. and will be supervised by U. S. 
District Engineer Office, Seattle. Wash. 
Contract for building erection has been let 
to Morrison-Knudsen Co.. Ine... Hoge Build- 
ing, Seattle. 


1605) 21 













































































































EW EQUIPMENT 


Motor-Generator abling the service man to observe a, small 

inclosed bulb which lights up when a 

Standard model motor-generator, housed good fuse is checked. The end terminals 

in black synthetic-enamel aluminum, in- ¢4” be opened for testing base receptacles. 
cludes speed regulator and resistance. It is 


Feedwater Control 


Series P-IS6N Fireye’’ electronic feedwater 
control and type H-53'' probe fitting. 
Combustion Control Corp., 77 Broadway 
Cambridge, 72, Mass 


For automatic feedwater pump control 
the electronic control unit is wired to the 
probe fitting which may be mounted 
parallel to the water column or directly on 
the boiler. Top and middle probes deter- 
mine the high and low levels at which the 
boiler feedwater pump is turned on and 
off to maintain constant water level. The 





"Mode! L32"' two-pole motor-generator: char 
acteristics, operating at 2,400 r.p.m., gener- 
ates 40 cycles, 27 volts, 2-phase, no load: 


with resistance of 5.000 ohms 54 ma.. 27 lowest probe defines the danger point 
volts; 250 ohms, 32.0 ma., 8.0 volts; input 3.5 below which boiler water must not fall. 
amp. and 6 volts: also for i2, 24 and 115 If water drops below this safety probe. 


volts d.c. supply. Electric Indicator Co., 


1S Parker ve. Standell Caks. the control immediately shuts off the fuel 


supply and sounds an alarm. 


claimed that speed is controlled within 1 

percent for 25 percent variation in input * 
or load. The unit is 64 in. long, 2 in. 

diameter, weighs 32 oz. and is _ base zi 
mounted. It is equipped with single ,-in. Luminaire 


shaft with l-in. shaft extension. 


\ “lightweight” U.R.C. research lumi- 
* naire has been designed to use less than 
6 lb. of metal, in accordance with the latest 


Wrapping Material 


es. Criterion Paper & 
36th St.. New York 18 





For protecting parts against salt water, 
corrosion, climatic and atmospheric 
changes, wrapping paper is said to be 
greaseproof and non-corrosive, meeting 
those government specifications and, in 
addition, can be heat sealed into bags. 





: Model No. 2032'' commercial fluorescent 
fixtures: four-light, 200-watt. Mitchell Manu- 
Fuse Puller facturing Co., 2525 Clybourn Ave., Chicago 


14, Wl. 


Made of Lumarith ceilulose acetate, the 


> 6 Pp -o ati ne is adar i > Ss e 
molded plastic pliers are transparent, en- WPB regulations. It is adaptable for sur 


face or pendant mounting, for individual 
or continuous row lighting. Glass panels 
can be readily removed for cleaning or 
relamping. Starters are replaceable with- 
out disturbing lamps. Wiring channel is 
accessible by removing two wing nuts. 











BUYING ELECTRICAL EQUIPMENT?— 
McGraw-Hill’s Electr‘cal Buyers Reference 
is a convenent place to look first for 
manufacturers’ preduct data, names and 





Transparent fuse puller and tester. Star Fuse addresses. 


3| St. New York. N. Y 
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Arc-Welding Equipme: + 


Helium-shielded are-welding eq. yme 
incorporates an electronic motor ont 
which enables the equipment to | .|q 4, 
proper arc length, Filler metal is , jre¢},; 
into the work at the correct angle 





















Helium-shielded arc welding; automatic aft 
preliminary adjustment: welds under a shie 
of helium gas at rates up to 40 in. per mi- 
ute on '‘'f-in, magnesium plate. Genera 
Electric Co., Schenectady, N. Y. 


a small nozzle rod, at Jower left in illus 
tion. Tungsten electrode used to start a 
maintain the are extends through the 
ter of the rod that is perpendicular to 
work and the helium gas is fed in arow 
the electrode. Rate of filler metal fed 

be arranged on a_ predetermined cyc: 
Equipment is designed for welding of m 
nesium, magnesium alloys, aluminum 
other high-strength light alloys. Mar 
welding equipment is also availab!+ 


Speed Reducers 


Line of self-contained industrial tur! 
reduction units for right-angle driv 
built around the use area-contact, do 
developing “Cone-Drive” gearing. Cer 
distance of gears is 44% in. for the sma 
unit and 6 in. for the larger unit. 1 
are equipped with built-in oil pump « 
oil cooler, oil filter and pressure r 
valve, pressure gage, thermometer, and 
level gage. Lubrication if of the 
feed type. 









Industrial turbine reduction units; , 
26/2 and 37 hp., input speeds 5,000 to 5 
r.p.m.; ratios ranging from Bf:1 fo 
Cone-Drive Division, Michigan Tool Co., 
E. McNichols Road, Detroit 12, Mich 
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Already spearheading 
service campaigns...for 
more than 60 Utilities 


THE PM PLAN 


Introduced a short time ago, Anaconda’s Preventive 





Maintenance Plan is being widely used by utilities 
to help customers keep electrical systems operating 
efficiently—despite shortages in essential wiring 


equipment. 





Already some 60 utilities are actively engaged in 





this program. With it, they are helping their indus- 





trial power customers maintain continuous wartime 






production by preventing electrical breakdowns. 





omorrow may be foo late... do it today!” 


\ 


uconors PREVENTIVE 
I MAINTENANCE *u 









T WHAT THE PLAN 1S 


The PM plan is a simple but comprehensive way 
to safeguard war production by preventing elec- 
trical breakdowns before they develop. 


2HOW IT WORKS 


The plan provides a practical means of making 
periodic, systematic analysis of circuits and equip- 
ment. Uncovers potential weaknesses . . . suggests 
ways to correct them ... prevents overloading 
of lines. 

Data thus gathered aids local W.P.B. Branches 
in reaching decisions on requests for materials 
to prevent breakdowns. 


3 HOW UTILITIES BENEFIT 


The PM plan helps utilities maintain close custo- 
mer contact despite a lack of “‘something to sell.”’ 
Offers basis for service campaign that definitely 
appeals to customers. Puts the utility in a leader- 
ship role for furthering war production through- 
out the area it serves. 

If you aren’t already utilizing the Anaconda Pre- 
ventive Maintenance Plan, mail the coupon for 
full details. 43234 











Anaconda Wire & Cable Company 
25 Broadway, New York City 4 


! 
Please send copy of the Anaconda Preventive Maintenance 
Plan for safeguarding wartime production, 

' 

' 

i 

' 

' 

' 
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Individual 
Company 
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STOP THIS FIGHT 





Once Misalignment starts ’em Fighting each other... 
the only Question is: Which will go First ? 


PRUNG OR BROKEN shafts, burned-out 


of motor damage commonly caused by 
Misalignment. And the damage can occur of motor life! 
in drive or driven machine, too. For when 
these elements are assembled in incorrect 


. st rer > j r ren key . WEES we . ° > 
geometry, be a bre erat ie eee oe industry. Applies to all makes—contains no 
wear must result. Something has to “give! advertising. Send for your free copy. 
Auiis-CHALMERS, MILWAUKEE 1, WIs. 


Picture above is from Allis-Chalmers’ 


When you do need new motors, look 
into the strength, solidity and all-around 


eh Mh Yd 8 2 Ol 
protected top, sides, ends and bottom. 

















new “Guide to Wartime Care of Electric 
bearings, overload failure—are cases Motors” ... which takes a fresh look at 
Misalignment and the 8 other main enemies 


Over 100,000 copies of this valuable new 
book are already in use by armed forces and 





